View  from  the  East  of  the  Interior  of  St.  Paul's  Chapel, 

Trinity  Parish  in  the  City  of  New  York. 
The  present  Organ  Case  dates  from  the  year  1802,  built  on 

the  lines  of  one  in  Gloucester  Cathedral. 
The  monuments  underneath  the  organ  gallery  are  in  memory 
of  Thomas  Barrow;  John  Wells;  David  McKean;  Effingham 
Warner;  Dr.  Wm.  Chapman  and  George  Warner. 
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